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S«corWyTnTor^am^'- 

Director's Meeting 


Wednesday, 2 January 1952 


PRESENT: General Smith, Messrs. Dulles, Wolf,! iHedden and Becker. 


6. The DCI stated that | was the man he had in mind to 

work for] |and i''ir. Becker subseq uently turned over to ^'^r. Wolf the data 

respecting as obtained from 

7. Mr. Becker informed the DCI that there would be no NSC meeting today 
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